KIWANIS INTERNATIONAL 

Located on Second Floor at 
520 NORTH MICHIGAN AVENUE 
CHICAGO, ILLINOIS 

• This card presents sectional views of the 
8,200 square feet of space occupied by the 
General Office. 

• A cordial welcome awaits all visiting 
Kiwanians. 
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